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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 163074 
ORIGIN SY-05 

INFO OCT-01 ISO-00 /006 R 

DRAFTED BY A/SY/OPS/FO:ADHANREHAN:SO 
APPROVED BY A/SY/OPS/FO - PHILIP J. HARRICK 
SY/OPS/FO - MKD ALTON 
SY/OPS - VFSTMARS 
SY - DASS 

043173 140450Z/15 

R 13201 IZJUL 77 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 

UNCLAS STATE 163074 

SY CHANNEL; FOR RSS FRANKFURT ONLY 

E.O. 11652:N/A 

TAGS:ASEC 

SUBJECT: PROPOSED INSPECTION OF REGIONAL SECURITY OFFICES 
PRAGUE AND BUDAPEST 

REF: FRANKFURT 4789 

1 . SY WOULD APPRECIATE IF RSS WOULD REVIEW AND COMMENT 
ON THE FOLLOWING ITEMS: 

RSO BUDAPEST: 

A. INSPECTOR'S PRELIMINARY INSPECTION REPORT ON BUDAPEST 
REFLECTED THE FOLLOWING ITEMS: 

1 . SECURITY VIOLATIONS ARE NOT BEING FORWARDED IN A 
TIMELY MANNER. 

UNCLASSIFIED 

UNCLASSIFIED 
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2. APPEARANCE AND LIVING CONDITIONS OF THE MARINE HOUSE 
SHOULD BE IMPROVED. 

3. POST SHOULD APPROVE SECURITY ARRANGEMENTS FOR ENTRANCE 
TO USIS AND COMMERCIAL LIBRARY, THE DOOR LEADING TO THE 
ELEVATORS,AND THE REAR PORTION OF THE MSG DESK. 
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4. POST SHOULD ESTABLISH A SECURITY WATCH COMMITTEE. 

B. STATUS OF PROJECT TO INSTALL GRILLS ON WINDOW AREAS 
OE CHANCERY. 

C. IN BUDAPEST 460, RSO NOTED IN SECURITY SURVEY OE 
AMBASSADOR'S RESIDENCE SEVERAL VULNERABILITIES AND RE- 
QUESTED 6,500 DOLLARS TO GRILL THE VULNERABLE WINDOWS AT 
COM'S RESIDENCE. THIS PROJECT HAS NOT BEEN EUNDED BE- 
CAUSE RSO HAS NOT RESPONDED TO STATE 43453 REQUESTING A 
COPY OF HIS SECURITY SURVEY OE THE AMBASSADOR'S RESIDENCE. 

D. E AND E PLAN WAS LAST REVISED IN SEPTEMBER 1975. 

RSO PRAGUE: 

A. SY/SAS WOULD LIKE TO KNOW STATUS OE REPORTS ON INCI- 
DENTS NOTED IN PARAGRAPH ONE OF PRAGUE 1786. 

B. INSPECTOR'S PRELIMINARY REPORT RECOMMENDED ESTAB- 
LISHMENT OE A RESIDENT SEABEE POSITION. OIC, NSU RE- 
CENTLY REVIEWED THIS REQUEST AND HE DID NOT CONCUR. 

C. STATUS OF SECOND ACR INSTALLATION. 
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D. E AND E PLAN WAS LAST REVISED IN EEBRUARY 1975. VANCE 


UNCLASSIEIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: SY 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 13-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 63074 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ADHANREHAN:SO 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: n/a 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 2 

Legacy Key: Iink1977/newtext/t19770761/aaaacaow.tel 

Line Count: 95 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE 

Message ID: 66e1576c-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 FRANKFURT 4789 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: ANOMALY 
Review Date: 21 -Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1873399 
Secure: LOCK1 
Status: NATIVE 

Subject: PROPOSED INSPECTION OF REGIONAL SECURITY OFFICES PRAGUE AND BUDAPEST 
TAGS: ASEC 
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